MINSKY BROS. 8 CO., PUBLISHING DIVISION, PITTSBURGH, PA. 


Forbes Field, located at the entrance of 
Schenley Park, Oakland District, is the home 
of the Pittsburgh Pirates Baseball Team and 
where many spectacular football games are 
played. 
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